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Federal government; see Government (US) 
Feeders ; chemical; see Equipment 
Filter plants; Canada; survey of, 684 
passage of nuclear detonation debris 
through, 973 
Filters; types of bottoms for, 548 
washing and maintenance of, 176 
Filters; membrane; coliform type oni 
tiation with, 386 
Filtration; see also Coagulation 
diatomaceous-earth; New York State in- 
stallations for, 151 
Financing; bond; 1953 statistics on, 42 
revenue bond; considerations in, 969 
survey on, 325 


ote 


Fire flow; tests of, 146 

Fire hydrants; see Hydrant: ai 

Fire insurance rating; considerations in, 818 

Fire protection service; a;plication of 

NBFU grading schedule for, 818 

determination of costs and charges for, 199 

Flocculation; see Coagulation 

Flood control; see Dams ae 

Florida; see also Tampa +" 


hydrogen sulfide problems in, 160 “a 


Flow ; distribution system; pipeline condition 
indicated by tests of, 1011 
pitometer survey of, 329 
stream; see Runoff 
Fluoridation; effectiveness of opposition to, 
988 
Indianapolis, Ind., 
legal status of, 990 
1953 census of chemicals, equipment, and 
installations for, 920; erratum, 1184 
Fluoride; see also Fluoridation 
control of dust from, 934 
effect of, on mortality rates, 940 
feeding of, 576, 936 
natural; amount of, in water supplies, 921, 
939 
sodium silico-; specifications for, 831 
Fluosilicate; sodium; specifications for, 831 
Fluosilicic acid; specifications for, 1175 
Forecasts; runoff; snow surveys for, 853 
urban population; ratio method for, 960 
Forestry; application of, on watersheds, 733 
Freezing; see Cold weather 
Fringe areas; see Suburban areas 
Functional cost basis; computation of costs 
and rates on, 195, 213 


experience with, 575 


G 
Gallionella; see Bacteria; iron 
Gas pipelines; contamination of distribution 
line by, 340 2) 
Gate valves; see Valves 
Geiger-Muller counters; efficiency of, 55 
_ Georgia; see Atlanta 
see also Legislation 
US; Bureau of Reclamation; local water 
systems in project areas of, 965 
steel pipe installations of, 615 
Business and Defense Services Adminis- 
tration; cast-iron pipe production 
and use studied by, 377 
Water and Sewerage Industry and 
Utilities Division; activities of, 41, 


| 
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Government; US (contd.); Public Health 
Service; development of drinking-water 
standards of, 1112 

Green River watershed: control of, 727 

Ground water; see also Recharge; Wells 

cadmium contamination of, 541 
laws on appropriation of, in western states, 
10 
Michigan legal problems connected with, 
1159 
pollution travel in, 9700 


H 


Haifa, Israel; hydraulic remote-control sys- 
tem used in, 346 
Hammond, Ind.; relocation problems at, 511 
Hanford, Wash.; water supply of, 629 
Health départments; California; cross-con- 
nection regulations of, 341 
Health hazards; see also Accidents; 
break; Safety; Safety measures 
cadmium as, 545 
fluoride as, 940 
plastic pipe as, 781 
radioactive-particle ingestion as, 51, 57 
synthetic detergents as, 762 
Henry’s, law; application of, to aeration, 356 
Highways; see Relocation; utility structure 
Houston, Tex.; San Jacinto water supply 
for, 425, 438 
Hydran:s; borax for removal of tree roots 
at hase of, 591 
cold-weather maintenance of, 1014 
data en disassembly of various types of, 263 
maintenance of, in small plants, 1017 
survey on practice in installation and main- 
tenance of, 277 
Hydraulic analysis; use of, in determining 
need for system improvements, 1030 
Hydraulic gradient; significance of, 1011 
Hydraulics; elbow meter; study of, 1087 
Hydrogen sulfide; theory of removal of, by 
aeration, 369 
types of aerators for removal of, 162 
Hydrology; see also Recharge 
considerations of, in San Jacinto project, 
427, 438 
Hypochlorite ; 
893 


Out- 


emergency manufacture of, 


I 


Illinois; see also Chicago; Lake eect 
effects of drought in, 395 


AWWA Jour. AWWA 
Improvements; see also Construction; Ex- 
tensions; Financing 
water system analysis to determine need 
for, 1028 
IMViC tests; coliform type differentiation 
by, 386 
Income; see Revenue 
Indiana; see also Indianapolis; 
relocation problems in, 510 
stream pollution control in, 670 
Indianapolis, Ind.; fluoridation at, 575 
Industrial wastes; see Wastes 
Infiltration ; see Recharge 
Installation; hydrant and valve; factors in, 
1009, 1014, 1019 
pipeline; basic principles of, 1008 
Instruments; see Equipment 
Interest; see Financing 
Ion exchangers; boiler deposit analysis with, 
908 


South Bend 


cation; natural-brine regeneration of, 608 


sea water regeneration of, 600 ie 
monobed deionization; studies on, 655 ; 
water analysis with, 470, 479 ; 
Iron; permanent spectrophotometer standard 
for determination of, 894 
Iron bacteria; see Bacteria 
Irrigation projects; local water systems in 
areas of, 965 
Israel; hydraulic remote-control system used 
in, 346 


J 


Jersey City, N.J.; watershed pollution con- 
trolled by, 349 
Joints ; expansion; types of, for concrete res- 
ervoirs, 527 
mechanical ; 
with, 517 
sulfur; research on, 237 
JournaL AWWA,;; binding of, 1331 
list of reprints from, 7a 863, 1013, 1116, 


cast-iron pipe; experience 


1360 
report on, 297 


Kansas; see Osawatomie 
Kansas City, Mo.; cost of accidents at, 501 
oil line break at, 1035 
Kentucky; status of public water systems in, 
1026 
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Labor; see Employees 
Lake Forest, Ill.; distribution storage facili- 
ties at, 521 
Lake Houston Dam; design features of, 429 
La Mesa Irrigation District, Calif.; im- 
proved administrative practices at, 583 
Lauryl sulfate tryptose broth; use of, as pre- 
sumptive and confirmatory medium for 
coliform bacteria, 481 
Lawn sprinkling; capacity costs due to, 204 
Laws; see Legislation 
Lawsuits; see Litigation 
Legislation; see also Litigation 
Nevada; ground water appropriation, 14 
New Mexico; ground water appropriation, 
10 
state; metropolitan water systems, 789 
weather control, 815 
Texas; water rights, 421 
US; proposed; fluoridation (Wier Bill), 
992 
Leopold filter bottom; description of, 548 
Lime; bactericidal effects of, 493 
Limnology; aquatic-growth control affected 
by, 1157 
Lincoln, Neb.; determining induced infiltra- 
tion in wells at, 19 
revenue bond financing at, 325 
Lining; cement-mortar; specifications for, 
1049 
Litigation; see also Legislation 
California; revenue bond financing, 971 
fluoridation, 990 
Michigan; water rights, 1163 
Long Island, N.Y.; cadmium contamination 
of wells on, 541 
Los Angeles, Calif.; aquatic-growth control 
in reservoirs of, 1152 
_LSTB; see Lauryl sulfate tryptose bre broth 


see Billing; 
Magnesium; concentration of, in municipal 
supplies, 643 
Mains; see Distribution systems; Pipe; Pipe- 
lines 
Maintenance; chlorine storage installation, 
1125 
distribution system, 1010 
cold-weather, 1014 
filter, 176 


Jul. 593-712; Aug. 713-836; Sep. 837-954: Oct. 955-1056; Nov. 1057-1180; 


Maintenance (contd.) ; hydrant, 263, 277 

nutating-disk, 563 
pump, 1007 
small-plant; hydrant and valve, 1020 
Management; see also Administration ; 
ganization; Watersheds 
public relations responsibilities of, 1187 

Materials; equipment for handling of, 383 
new; determining applicability of, 1185 

Mechanical joints; cast-iron pipe; experience 

with, 517 

Medford, Ore.; watershed control by, 723 

Media; culture; see Bacteria 

Membrane filters; coliform type differentia- 

tion with, 386 

Mercuric nitrate; 

with, 257 

Meters; elbow; study on, 1087 
flexible installations for, 827 
master ; testing of, 150 
nutating-disk ; maintenance of, 563 
shop equipment and layout for mainte- 

nance of, 557 
size group ratios; use of, in computing 
charges, 204, 209 
table for sizing of, 828 
Metropolitan Water District of Southern 
California; organization and manage- 
ment of, 793 
Metropolitan water systems; 
and management of, 788 
Micelles; formation of, by synthetic deter- 
gents, 759 
in silica activation, 571 
Michigan; see aiso Beecher Metropolitan — 
District; Port Huron ; 
water rights law in, 1163 

Microorganisms; see Aquatic organisms and er? 

growths; Bacteria 

Midges; reservoir infestation by, 338 

Minimum bills; determination of, 217 

Missouri; see Kansas City 


chloride 


organization 


Molecular filter membranes; coliform type ies 


differentiation with, 386 


Monobed deionization ; studies on, 655 


power requirements for, 677 


N 


Nassau, Bahamas; water supply of, 220 
National Board of Fire Underwriters; grad- 
ing schedule; application of, 818 
fire protection charges based on, 203 


Dec. 1181-1360 
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1350 


NBFU; see National Board of Fire Under- 
writers 
Nebraska; s¢ Lincoln; Omaha 
Neosho River; synthetic-detergent pollution 
of, 769 
New Jersey; see Jersey City 
New Mexico; see also Albuquerque 
grour.‘| water law in, 10 
watershed recreational use in, 416 
New Providence Island, Bahamas; 
supply of, 220 
New York, N.Y.; aquatic-organism control 
in reservoirs of, 1141 
watershed control by, 405 
New York State; see also Albany; Long 
Island; New York; Oneida; Rochester ; 
Schenectady; Suffern; Troy 
diatomaceous-earth filtration in, 151 
relocation problems in, 503 
Newport News, Va.; distribution system 
survey at, 329 
Norfolk, Va.; customer accounting at, 171 
North Carolina; study of impounded-storage 
requirements in, 251 
Northwest; resources of, 713 Pos 
use of wood pipe in, 1084 
watershed control in, 723 


water 


Odors; see Tastes and odors 
Ohio; see Akron; Cincinnati 
Oil pipelines; water works 
failure of, 1033 
Oklahoma City, Okla.; oil line problems at, 
1033 
Omaha, Neb.; oil line break at, 1034 
Oneida, N.Y.; relocation problems at, 504 
Ontario; see Toronto 
Operation; water works; emergency proce- 
dures for, 514 
fundamentals of, 999 
measurement of efficiency of, 1183 
Orangeburg, S.C.; experience with radio at, 
667 
Oregon; see Medford; Portland 
Organization; East Bay Municipal Utility 
District; description of, 567 
metropolitan water system; 
pects of, 788 
Osawatomie, Kan.; synthetic-detergent prob- 
lems at, 769 
Outbreak; amebiasis; occurrence of, at 
South Bend, Ind., factory, 1129 
Outside-city service; sce Suburban areas 


affected by 


various as- 
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Pacific Northwest; see Northwest 

Palo Alto, Calif.; chlorination for iron bac- 
teria control at, 681 

Pennsylvania; water supply in, 999 

Percolating water; see also Ground water 

chemical and bacterial pollution in, 99 

Personnel; see Employees 

Petroleum Institute; American; statement of, 
on oil line failures, 1036 

pH; relation of, to corrosion, 1 

Phosphate; sodium meta-; mechanism of 


corrosion inhibition by, 445; erratum, 
592 
Pipe; see also Plastic pipe; Steel pipe; 


Wood pipe 
cast-iron; 1908 specifications for, 701 
research on sulfur cement joints for, 237 
statistics on production and use of, 377 
cutting of, in place, 231 
specifications for cement-mortar lining of, 
1049 
Pipelines; see also Distribution systems 
effect of lime softening on disinfection of, 
497 
frozen; electrical equipment for thawing 
of, 1015 
mechanical cleaning of, 539 
oil; water works affected by failure of, 
1033 
submerged; steel used for, 624 
transmission; construction of, at Portland, 
Ore., 864 
Pitometer; distribution system survey with, 
329 
Pitting ; see Corrosion 
Plankton; see Aquatic 
growths 
Plastic pipe; composition of, 775 
effects of, on water quality, 775 
long-term exposure tests on, 783 
Pneumatic controls; types and oe of, 
133 
Pollution; see also Wastes 
control of, in Indiana, 670 
on Jersey City, N.J., watershed, 349 
need for control of, in streams and water- 
sheds, 404 
synthetic-detergent ; effects of, 763 
underground movement of, 97 
Population forecasts; urban; ratio method 
for, 960 


organisms and 


Port Huron, Mich.; storm damage at, 1045 
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Portland, Ore.; new transmission line for, 


watershed control by, 723 
Precipitation; see Rainfall; Weather control 
Pressure; see also Flow; Hydraulic analysis 

testing and recording of, 149 
Public Health Service; US; development of 

drinking-water standards of, 1112 
Public relations; comprehensive study of, 
1187 

customer contact, 171 
Publications; AWWA;; report on, 297 
Pumping station; hydraulic remote control 

of, 346 
Pumps; centrifugal; characteristics and op- 
eration of, 1004 

deep well; types of drives for, 225 

determining efficiency of, 144 

natural-gas engines for, 675 

power requirements for, 677 
Purification; see Treatment 


Q 


Quality; drinking water; protection of, in 
distribution systems, 337 
municipal water; criteria for, 1112 


R 


Radar; measurement of rainfall by, 837 
Radio; experience with, at Atlanta, Ga., 668 
at Orangeburg, S.C., 667 
in La Mesa Irrigation District, Calif., 
587 
Radioactive tracers; use of, in study of 
metaphosphate action, 447 
Radioactivity; beta; thallium as reference 
standard for, 79 
committee report on instrumentation and 
tests for, 641 
devices for monitoring of, 55 
distribution of, in Columbia River, 633 
experiments on removal of, 66 
fallout of, at Cincinnati, Ohio, 1096 
in New York State reservoirs, 1101 
passage of, through treatment plants, 973 
radiostrontium ; effect of treatment on con- 
centration of, 651 
Radium; content of, in public supplies, 43 
Rainfall; artificial increase of, 803 


measurement of, by radar, 837 Ales 
pattern of, in Illinois, 395 pavvistl 
radioactivity in, 1096, 1104 (eS 


variability of, over small areas, 837 


Jul. 593-712; Aug. 713-836; Sep. 837-954; Oct. 


~ 


Rate of return; utility basis for determina- 
tion of, 188 i 
Rates; determination of schedules of, 187 
issuance of AWWA manual on, 547 
Recharge; natural (from surface streams) ; 
determination of percentage of, 19 
legal aspects of, 16 
pollution travel with, 108 
San Gabriel Valley, Calif., installations 
for, 112 
Reclamation Bureau; see Government (US) 
Recorders; pressure; need for, 149 
Records; customer, 173, 486 
distribution system, 1012 
hydrant and valve; small plants, 1017 
meter, 490 
Regeneration; sce Ion exchangers 
Regulation; see Health departments; Legis- 
lation 
Relocation ; utility structure; problems of, in 
Atlanta, Ga., 511 
in Indiana, 510 
in New York State, 503 
Repair; see Maintenance 
Reports; engineering; form and content of, 
31 
Reprints; list of, 717, 863, 1013, 1116, 1360 
Reservoirs ; see also Storage; Tanks; Water- _ 
sheds 
concrete; expansion joints for, 527 
distribution ; contamination of, 337 
impounding; aquatic-growth contro! 
1141 
Houston, Tex., project for, 425 
use of hydrograplis in design of, 438 
Resins; see Ion exchangers ; 
Resources; sce also Conservation; Develop- 
ment; Water resources 
natural; Pacific Northwest ; description of, 
713 
Revenue; see also Financing 
utility and cash bases for determining re- 
quired amount of, 188 
Richland, Wash.; water supply of, 633 
Rochester, N.Y.; radiological studies at, 43 
Runoff ; amount of, in Texas streams, 419 
forecasting of, through snow surveys, 853 
weather control results evaluated from, 806 


S 


Safety; see also Accidents; Health hazards 


in, 


progress toward industrywide program 
for, 499 
955-1056; Nov. 


1057-1180; Dec. 1181-1360 
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Safety measures; fiuoride feeding, 934 
Salt water; see Sea water 
San Diego, Calif.; aquatic- -growth control in 
reservoirs of, 1151 : 
watershed control by, 409 
San Gabriel Valley, Calif. ; 
in, 112 
San Jacinto River; development of, for 
Houston, Tex., water supply, 425, 438 
Sand; see also Filter plants; Filters 
control of, in water systems, 123 | 
Scale; see also Corrosion aaeA, 
boiler ; systematic analysis of, 903 ee 
formation and control of, 
distillation, 461 
Schenectady, N.Y.; 
1111 


water spreading 


Schenk vy. Ann Arbor; ground water rights 


defined in, 1164 
Sea water; cation exchanger regeneration 
with, 600 
scale formation in distillation of, 461 
Seals; types of, for concrete reservoir joints, 
528 
Seattle, Wash.; growth of, 718 peq7 
watershed control by, 723 a 
Sedimentation; see Coagulation 
Service charge; computation of, 207 a 
Settling; see also Coagulation 
sand particle; measurement of rate of, 127 
Sewage plants; growth of, in Indiana, 671 
synthetic-detergent problems of, 770 
Sewage systems; watershed pollution con- 
trol by, 351, 406 
Sheboygan, Wis.; customer accounting at, 
486 
Shortages; water; see Conservation; 
Drought; Water Resources 
Silica; see Activated silica 
Silicofluoride ; sodium; specifications for, 831 
Siltation; reservoir storage losses due to, 255 
Small plants; hydrant and valve maintenance 
in, 1017 
hydrogen sulfide problems of, 160 
nutating-disk meter maintenance at, 563 
Snow surveys; water supply forecasting with, 
853 
Sodium ; ion exchanger for analysis of, 479 
Sodium metaphosphate ; mechanism of corro- 
sion inhibition by, 445; erratum, 592 
Sodium pyrosulfite; specifications for, 93; 
erratum, 256 
Softening ; see also Ion exchangers 
lime ; bactericidal effects of, 493 
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radioactive fallout at, — 
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Sources; see Supply; Water 
Watersheds 
South Bend, Ind.; 

1129 
South Carolina; see also Orangeburg 
water works problems of, in 1920's, 578 
Spain; weather control operations in, 810 
Specifications; AWWA; historical (non- 
standard) ; for cast-iron pipe, 701 
tentative ; comments invited on, 1180 
for cement-mortar lining of water 
4 pipelines in place—sizes 16 inches 
and over, 1049 
fluosilicic acid, 1175 
for gate valves; erratum, 336 
for rubber-seated butterfly valves, 943 
for sodium pyrosulfite, 93; erratum, 
256 
for sodium silicofluoride, 831 
Chlorine Institute ; recommended; for sta- 
tionary chlorine storage, 1117 
consideration of new materials in writing 
of, 1185 
Spreading; water; 
Sprinkler systems; 
toward, 824 
Sprinkling ; lawn; capacity costs due to, 204 
Standardization; AWWA procedure for, 294 
Standards; see also Specifications 
US Public Health Service; development 
of, for drinking water, 1112 
Standpipes; see Storage; water tet 
State governments; see Legislation 
Statistics; accident, 499, 898 
air conditioning, 662 
cast-iron pipe production and use, 377 
chlorine supplies; Pacific Northwest, 887 
consumption; Texas, 419 
various states, 594 
fluoridation; US and Canada, 920 
fluoride content (natural), 921, 939 
municipal sewage treatment; Indiana, 671 
oil pipelines, 1036 
radium content (natural), 48 
reservoir siltation losses, 255 
revenue bonds, 325 
runoff; Texas, 419 
synthetic detergents, 752 
treatment plants; Canada, 684 
water supply; Kentucky, 1026 
Pennsylvania, 999 
Steel pipe; notable installations of, 609 
Sterilization; see Chlorination; Disinfection 
Stops; water; types of, for concrete reser- 
voir joists, 528 


resources ; 


amebiasis outbreak at, 


see Recharge 
water works attitude 
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Storage; see also Reservoirs; Tanks 
chlorine; stationary; specifications 
eg 1117 
water; distribution ; selection and location 
of facilities for, 521 
impounded; calculation of requirements 
for, 251 
Stream pollution; see Pollution; Wastes 
Strontium; concentration of, in municipal 
supplies, 643 
radioactive; use of, 
studies, 69 
Suburban areas; determination of rate sched- 
ules for, 192 
fire service in, 825 
Suffern, N.Y.; relocation problems at, 508 
Sulfate-reducing bacteria; control of pipe 
corrosion by, 1023 
Sulfite ; sodium pyro-; specifications for, 93; 
erratum, 256 
Sulfur ; research on joints made with, 237 
Supply; see also Water resources 
sources of, in Kentucky, 1026 
in Pennsylvania, 999 
Surface-active agents; presence of, in syn- 
thetic detergents, 752 
Synthetic detergents; analysis of, 761 
characteristics and effects of, 751 ; 
Synura; taste and odor due to, 1141 2. 


T 


AL 
Tacoma, Wash.; watershed control by, 723 
Tampa, Fla.; stationary chlorine storage at, 
35 
Tanks; chlorine storage; use of, at Tampa, 
Fla., 35 
water ; elevated; methods of lifting of, 555 
Tastes and odors; see also Aquatic organisms 
and growths 
effect of plastic pipe on, 779 
effects of synthetic detergents on treat- 
ment for, 765 
theoretical efficiency of removal of, by 
aeration, 369 
Telemetering ; see Equipment; control 
Testing; chlorine storage equipment, 1124, 
1126 
distribution system flow and pressure, 144, 
1010 
master meter, 150 
meter, 557 
pump, 1007 
sand settling rate, 127 


for, 


in decontamination 


SUBJECT INDEX 


Texas; see also Houston 
need for conservation in, 418 
water rights law in, 421 
Thallium; use of, as reference standard for 
beta radioactivity, 79 
Thermoplastic pipe; see Plastic pipe 
Thiocyanate; permanent spectrophotometer 
standard for determination of iron with, 
894 
Toronto, Ont.; organization of metropolitan 
water system at, 791 
Torque wrenches; see Wrenches 
Tracers; radioactive; use of, in study of 
metaphosphate action, 447 
Treatment; see also Aeration; Chlorination; 


Coagulation; Filtration; Softening 


effects of synthetic detergents on, 764 
fundamentals of, 1002 
methods of, at Hanford, Wash., 629 
Treatment plants; Canadian; survey of, 684 
cross-connection prevention in, 996 
passage of nuclear detonation 
through, 973 
Trench system; use of, with ground water 
source, 223 


debris 


Underground water; see Ground water 
United States; see Government 
Use; see Consumption; Demand _ 


Vacuum breakers; cross-connectior. preven- 
tion with, 995 
Valves; butterfly; specifications for, 943 
utility of, 941, 1064 
chlorine tank; specifications for, 1120 
control; significant characteristics of, 138 
filter wash; difficulties with, 181 


gate; erratum in specifications for, 336 


maintenance of, in small plants, 1017 
types and selection of, 1057 
Vancouver, B.C.; organization of metropoli- 
tan water system at, 790 
watershed control by, 723 
Ventura, Calif.; sea water regeneration of 
cation exchangers at, 600 
Virginia; see Newport News; Norfolk 


au 
V 


bottom ; of, 551 
Washington; see also Bremerton; Columbia 
River; Hanford; Richland; Seattle; 
Tacoma 
metropolitan water systems in, 788 
Washington, D.C.; see District of Columbia; 
Washington Suburban Sanitary District 
Washington Suburban Sanitary District; 
experience with mechanical-joint pipe in, 
518 
organization and growth of, 799 
watershed erosion control by, 408 
Wastes; see also Pollution 
industrial ; treatment of, in Indiana, 670 
late radioactive; decontamination of, 66 
Water and Sewerage Industry and Utilities 
eS Division, BDSA; functions of, 41 
; Water resources; see also Conservation; 
Development 
a general aspects of, 593 
oe inventory and development of, 249 
Water works; see also Treatment plants 
a beautification of, 1305 
fundamentals of operation of, 999 
Water works administration; see Adminis- 
aS tration 
wee Water works industry; attitude of, toward 
Ja new materials, 1185 
te attracting personnel to, 1181 
a. financial and supply problems of, 311 
recent developments in, 333 
trends and problems of, 579 
ae Water works practice; report of committee 
on, 287 


Watersheds 
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control practices on, 349, 403, 


723 
public relations aspects of, 411, 743, 1311 
Weather control; evaluation of results of, 
805 
Weeds; control of, in reservoirs, 1152 
in watersheds, 745 
Well pumps; see Pumps Rims 
Wells; see also Ground water; Recharge 
chemical cleaning of, 534 
effect of highway construction on, at Sut- 
fern, N.Y., 508 
effects of sand in, 128 
shallow; Nassau, Bahamas, 
220 
West Virginia; see Wheeling 
Wheeler filter bottom; description of, 553 
Wheeling, W.Va.; synthetic-detergent prob- 
lems at, 767 
Wier Bill; text of, 992 
Windmills; well pumping with, 225 
Wisconsin; see also Sheboygan 
hydrant installation and maintenance prac- 
tice in, 277 
Wood pipe; use of, in water works service, 
1077 
Wrenches; torque-indicating; list of sup- 
pliers of, 998 
use of, on mechanical-joint pipe, 520 


Z 


Zeolites; see Ion exchangers 
Zinc; removal of, from bronze by lime- 
treated water, 498 


supplied by, 


Nov. 1057-1180; Dec. 
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Correction 


Schultze.” 


The name of one of the coauthors of “Measurement of Radioactive Fallout 
in Reservoirs” (E. J. Kilcawley et al., 
was given incorrectly as “H. E. Schultz.” 

(The correct spelling appears in the author index.) 


November 1954 JourNAL, page 1101) 


His name should have 7: “H. W. 


rice 


Aconsky, LEONARD; ASAMI, TAIICHI; & 
Mort, Motoko; permanent spectropho- 
tometer standard for iron determination, 


ALEXANDER, GEorGE V.; NUSBAUM, RALPH 
E.; & MAcDonaLp, NorMAn S§S.; stron- 
tium and calcium in municipal water 
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